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SUMEN-LUAUtmM Cassettes 


All MUSE tape programs feature new 
SUFER-LOADtm cassettes. Using the latest 
signal processing technology and advanced 
recording techniques we have engineered a 
cassette that loads easier than any you have 
ever tried - including those you have recorde: 
yourself. Qur new SUPER-LOADtm cassettes loa 
the first time and every time at any volune 
setting above absolute minimnum. All tapes 
contain three programs copies for quaranteed 
loading. 


PRoLL FRUURAMOS ( BASIL on tape label) 

Press RESET. Enter BASIC by holding down 
the CTRL key and pressing B, then release the 
both and press RETURN. Tipe LOAD and start 
the tape recorder and then press RETURN. Wai 
for the second "BEEF" then type RUN and press 
RETURN. 


ASSEMBLY LANGUAGE PROGRAMS: 

Press RESET. Type the loading address an 
"R" as on the tape label (eg. 300.1B00R). 
Start the tape recorder then press RETURN. 
Wait for the Ist "BEEP" then hold down the 
CTRL key and press Y. Then release them both 
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